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NO. 365 Pagoda 



Width, 60 inches. 
Height, 79 inches. 
Opening, 42x45 inches. 
Panel, 14x18 inches. 
Profile, 3)4 inches. 



Stock Wood 

Quartered Oak only. 

Side ornamentation of wood, hand carved. 
Indian panel of composition. 




Width, 60 inches. 
Height, 79 inches. 
Opening, 42x45 inches. 
Panel, 12x30 inches. 
Profile, 334 inches. 



NO. 366 Pageant 



Stock Woods 

Quartered Oak and Birch. 

Panel ornamentation of wood, hand carved 



Passport 



NO. 367 Same design, with 20x36 Mirror, Bevel 3 sides to Shelf. 
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Width, 60 inches. 
Height, 79 inches. 

Opening, 42x42 inches. Profile, 3 inches. 

Center Panel, 12x20 inches. 

Cases, \S l / 2 in. high, 13 in. wide, 8 in. deep. 



NO. 108 Napkin 



Stock Wood 

Quartered ( >ak only. 

Door panels of wood, hand carved. 
Dog panel made of composition. 



Naphtha NO. 109 



Same design, with coppered lights in doors and mirror in place of dog panel. 




NO. 370 Pacific 



Width, f() inches. 

Height, 77 inches. 

Mirror, 12x20 inches, Bevel. 

Opening, 42x39 inches. Profile, 4 inches. 

Leaded Lights, 11x12 inches. 

Cases set at an angle. 



Stock Wood 

Plain Oak only. 
Wax Finish. 
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No. 354 Ramous 



Width, 60 inches. 
Height, 74 J / 2 inches. 
Opening, 42x42 inches. 
Panels, 8^x15^ inches. 
Profile, 3 inches. 



Stock Wood 

Plain Oak only. 
Wax Finish. 

Panels of composition. 
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NO. 250 Pyramid 

Width, 76 inches. Body. 72 inches. Stock Woods 

^£ g %^J°X: ?& S : Quartered Oak and Birch. 

Leaded Lights, 12x40 inches. 
Cases inside, 14 inches wide. 8 inches deep. 
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Width, 60 inches. 
Height, 88 inches. 
Mirror, 22x40 inches, Bevel 3 sides. 
Opening, 42x39 inches. Profile, 2 J 4 inches. 
Columns, 5 inches diameter. 

Nectary No. 153 



NO. 152 Nebular 



Stock Woods 



Quartered Oak and Birch. 

Columns and shelf fronts on Birch, 
Veneered Mahogany. 

Same design, with 20x36 Mirror, Bevel 3 sides. 
10 



Width, 60 inches. No. 402 Rostrum 

Height, 82 inches. Stock Woods 

Mirror, 18x40 inches, Bevel 3 sides. Quartered Oak and Birch. 

Opening, 42x42 inches. Ornamentation of wood, hand 

Profile, 3 inches. 
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Width, 60 inches. 
Height, 86 inches. 

Mirror, 18x40 inches, Bevel 3 sides. 

Opening, 42x39 inches. Profile, V/ 2 inches. 

Face of Pilaster, 4^ inches. Columns, 4 inches square. 



No. 141 Maturate 
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Stock Woods 

Quartered Oak and Birch. 

Shelf fronts, columns and pilasters on 
Birch, Veneered Mahogany. 



Width, 60 inches. 

Height, S4 l / 2 inches. 

Mirror, 18x42 inches, Plain. 

Opening, 42x42 inches. Profile, 3*4 inches. 

Face of Pilasters, 7 inches. 



NO. 371 Palmetto 

Stock Woods 

Quartered Oak and Birch. 

Pilasters and shelf fronts on Birch, 
Veneered Mahogany. 



Width, 60 inches. 

Height, 85 inches. 

Mirror, 18x40 inches, Bevel. 

Opening, 42x39 inches. Profile, 3 inches. 

Face of Pilasters, 4*4 and 4 inches. 

No. 



Mallard 
Maudlin 



No. 



No. 143 Mawkish 



Stock Woods 

Quartered Oak and Birch. 

Shelf fronts and pilasters on 
Veneered Mahogany. 



Birch. 



142 Same design, with 18x40 Mirror, Bevel 3 sides to Shelf. 

143J Same design, with 24x46 Plain Mirror. 
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Width, 60 inches. 
Height, 77 inches. 

Mirror, 18x40 inches, Revel 3 sides. 
Opening, 42x42 inches. 
Profile, 3 l / 2 inches. 



NO. 406 Rustic 



16 



Stock Woods 

Quartered Oak and Birch. 
Note — The carved ornamentation shown 
on pilasters sent only when ordered. 




No. 423 Reamer 



Width, CO inches. 
Height, 73 inches. 
Mirror, 16x26 inches, Bevel. 
Opening, 42x42 inches. 
Profile, 3 inches. 



Stock Woods 

Quartered Oak and Birch. 
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NO. 314 Ophite 



Width, 60 inches. 

Height, 84 inches. 

Mirror. 20x36 inches, Bevel 3 sides. 

Opening, 42x39 inches. Profile, 2 l /i inches. 

Columns, 4 and 3^4 inches square. 

Orphic NO. 316 



Stock Woods 

Quartered Oak and Birch. 
Columns and shelf fronts on 
Veneered Mahogany. 



Same design, with 18x36 (straight) Mirror. Bevel 3 sides. 
18 



NO. 408 Rupture 



Width. 60 inches. 

Height, 78^4 inches. 

Mirror. 16x42 inches. Bevel 3 sides. 

( Opening, 42x42 inches. 

Profile, 4 inches. 



Stock Woods 

Quartered Oak and Birch. 
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Width, 62 inches. No. 197 

Height, 91 K> inches. To Shelf, 53 inches. 
Mirror, 26x44 inches, Bevel. 
Opening, 42x42 inches. 
Profile, 3 inches. 



Octavo 

Stock Wood 

White only. 
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NO. 195 Norman 

Width, 60 inches. 

Height, 85 inches. To Shelf, 52 inches. 
Mirror, 28x50 inches, Plain. 
Opening, 48x45 inches. 
Profile, 5 inches. 

21 



Stock Woods 

Three Coat White and Genuine Mahogany. 

All ornaments of wood, hand carved. 





NO. 194 Mindful 



Width, 60 inches. 

Height, 76 inches. To Shelf, $2 inches. 
Mirror, 18x48 inches, Bevel. 
Opening, 48x45 inches. 
Profile, 5 inches. 



Stock Woods 

Three Coat White and Genuine Mahogany. 
All ornamentation of wood, hand carved. 



No. 388 Romance 

Width, Shelf, £0 inches. Body. 53f£ inches. 
Height, 83 # inches. To Shelf, 54 inches. 
Mirror. 22x40 inches, Bevel 3 sides. 
Opening, 42x45 inches. Profile, 2% and 3 inches. 
Face of Pilasters, 5 inches. 

24 



Stock Woods 

Quartered Oak, Birch and White. 
Wall plates furnished with mantel. 



\ 



NO. 198 Novine 

Width, Shelf, 60Jnches, Body, 54 inches. 
Height, 78 inches. To Shelf, 54 inches. 
Mirror, 16x42 inches, Bevel. 

Opening, 42x42 inches. Profile, 3 and 3 $4 inches. 
Columns, 3# to 3*4 inches diameter. 



Stock Woods 

Quartered Oak, Birch and White 
Wall Plates furnished with Mantel. 



No. 280 

Width, Shelf, 66 inches. Body, 56 inches. 

Height, 63 inches. 

Opening, 42x45 inches. 

Profile, 2)4. inches. 

Columns, 5^4 to 5 inches diameter. 



Miscount 

Stock Wood 

W hite only. 
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NO. 273 Nimble 



Width, Shelf, 68 inches. Body, 58*4 inches. 
I [eight, 60 inches. 
Opening, 42x45 inches. 
Profile, 3J4, inches. 

Three-quarter columns, 5 to 4' i inch diameter, 



Stock Woods 

Quartered Oak, Birch and W hite. 
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NO. 278 Miscible 



Width, Shelf, 64 inches. Body, 56j4 inches. 

I [eight, 60 inches. 

( IpenhiL--, 42x45 inches. 

Profile. 2 l A inches. 

Columns, Wa to 5 inches diameter. 



Stock Woods 

Quartered Oak, Birch and White. 



NO. 275 Mintage 



Width, Shelf, 64 inches. Body, 55 inches. 
Height, 60 inches. 
Opening, 42x45 inches. 
Profile, 2)4 inches. 

Columns, Sy 2 to Wa inches diameter. 



Stock Woods 

Quartered Oak, Birch and White. 
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NO. 276 Mineral 



Width, Shelf, 64 inches. Body, 55>4 inches. 

I [eight, 60 inches. 

( opening, 42x45 inches. 

Profile, 2% inches. 

Columns, 6 l / 2 to 6 inches diameter. 



Stock Woods 

Quartered ( >ak, Birch and White. 

Columns and frieze on Birch, Veneered 
Mahogany. 
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No. 277 

Width, 60y 2 inches. 

Height, 69 inches. To Shelf, 60 inches. 

Opening, 42x45 inches. 

Profile, 3H inches. 

Columns, 5>}4 to 5 inches diameter. 



Mirage 

Stock Woods 

Quartered Oak, Birch and White. 
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NO. 297 Opaque 

Width, 62 inches. Body, 55;- inches. Stock Woods 

Height, 53 inches. Quartered Oak, Birch and White. 

Opening, 42x42 inches. 

Profile, 2% inches. 
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No. 288 Rabbit 

Width, Shelf, 60 inches. Body, 53^ inches. 

Height, 62^4 inches. To Shelf, 54 inches. 

Opening, 42x45 inches. 

Profile, 2 l A inches. 

Face of Pilasters, 5 inches. 



Stock Woods 

Quartered Oak, Birch and White. 
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NO. 298 Nymphal 

Width, Shelf, 60 inches. Body, 54 inches. 
Height, 62 inches. To Shelf, 54 inches. 
Opening, 42x42 inches. 
Profile, 3 inches. 

Columns, 3-)4 to 3J4 inches diameter. 



Stock Woods 

Quartered Oak, Birch and White. 
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NO. 230 Ocelot 

Width, 60 inches. 

Height, 69 inches. To Shelf, inches. 
Opening, 42x51 inches. 
Profile, 4«)4 inches. 



Stock Woods 

Quartered Oak. and Mahogany Veneer. 

Note — The round frieze ornaments placed on 
mantel only when ordered. 
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NO. 200 Marvel 

Width, 60 inches. 
Height, 63 inches. 
To Shelf, S4V 2 inches. 
( opening, 48x48 inches. 
Profile, 5 inches. 

Stock Woods 

Quartered Oak and Birch. 



NO. 248 Puritan 

Width, 60 inches. 
Height, 60 inches. 
To Shelf, 52 inches. 
Opening, 42x42 inches. 
Profile, 3}4 inches. 

Stock Woods 

Quartered Oak and Birch. 
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NO. 156 Nemesis 

Width, 60 inches. 

Height, 71 inches. 

Mirror, 14x50 inches, Bevel 3 sides. 

Opening, 48x45 inches. 

Profile, S]A inches. 



Stock Woods 

Mahogany and Quartered < >ak, 

Tile frame, glass frame and shelf 
Cross-band Ven< < r. 
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NO. 347 Rigger 



Width, 60 inches. 
Height, 71 inches. 
Mirror. 14x48 inches, Be 
Opening, 42x42 inches. 
Profile, 4 inches. 



el. 



Stock Woods 

Quartered Oak and Birch. 

All ornamentation of wood, hand carved. 
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NO. 191 Milltail 

Width, 60 inches. Stock Woods 

Height, 75 inches. To Shelf, 53 inches. Quartered Oak and Birch. 

Mirror. 16x48 inches, Bevel. 
Opening, 48x45 inches. 
Profile, S l / 2 inches. 
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it 




NO. 190 Mildness 

Width, 60 inches. Stock Woods 

Height, 74 inches. To Shelf, 53 inches. Quartered Oak and Birch, 

Mirror, 14x48 inches. Bevel. 
Opening, 48x45 inches. 
Profile, SY> inches. 
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No. 393 Radish 



Width, 60 inches. 
Height, 7\ l / 2 inches. 
Mirror. 14x48 inches, Bevel. 
( Ipening, 42x42 inches. 
Profile, 7>V\ inches. 



Stock Woods 

Quartered < >ak and Birch. 
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NO. 332 Oracle 



Width, 60 inches. 

Height, 70y 2 inches. 

Mirror, 14x46 inches, Bevel 3 sides. 

Onening, 42x45 inches. 

Profile, 4 inches. 
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Stock Woods 

Quartered Oak and Birch. 



NO. 339 Raddle 

, n . . Stock Woods 

\\ tdth, 60 inches. 

Height, 70J4 inches. Quartered Oak and Birch. 

Mirror, 16x44 inches, Bevel 3 sides. 
Opening, 42x39 inches. 
Profile, 3 inches. 
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NO. 348 Peerage 

Width, 60 inches. 
Height, 69*/ inches. 
Mirror, 12x46 inches. Bevel. 
( opening, 42x42 inches. 
Profile, V/a inches. 



Stock Woods 

Quartered Oak and Birch. 



47 




No. 159 

Width, 60 inches. 

Height, 69^ inches. 

Mirror. 14x46 inches. Bevel 3 sides. 

Opening, 42x42 inches. 

I Motile, 4 inches. 



Nicene 

Stock Woods 

Quartered Oak and Birch. 
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NO. 338 Pelican 



Width, 60 inches. 
Height, 69 inches. 
Mirror, 12x42 inches, Bevel, 
Opening, 42x39 inches. 
Profile, 3 inches 



Stock Woods 

Quartered ( )ak and Birch. 

Mantel also fumkhed without the 
three carvings. 
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NO. 205 Oakling 

Width, Shelf, 60 inches. Body, 54 inches. Stock Woods 

Height, 69 inches. To Shelf, 60 inches. Quartered Oak and Birch 

Opening, 48x54 inches. 
Profde, 5 inches. 
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NO. 102 Narcotic 



W idth, 60 inches. 

Height, 75 inches. To Shelf, 66 inches. 
( Opening, 42x45 inches. 
Profile, 4V> inches. 



Stock Wood 

I Main Oak only. 
W ax finish. 
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No. 245 Olympic 

Width, 60 inches. StOCk Wood 

Height, 68 inches. To Shelf, 57 inches. Plain Oak only. 

Opening, 42x47 inches. Wax ^ ]U] ^ 

Profile, 3 inches. 
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NO. 243 PilHon 



Width, 60 inches. ,■*». « 

Height, 66 inches. To Shelf, 5/ inches. 
Opening, 42x48 inches. 
Profile, 4y 2 inches. 



Stock Wood 

Plain Oak only. 
Wax finish. 
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No. 249 Miikt 



Width, 60 inches. 
Height, 64 inches. To 
Opening, 42x42 inches. 
Profile, inches. 



Shelf, 55 inches. 



Stock Wood 

Plain Oak only. 
Wax finish. 



66 



Width, 60 inches. No. 137 Nailer 

Height, 83 inches. 

Mirror, 18x36 inches, Bevel, 3 sides. 
Opening, 42x39 inches. Profile, 2>Ya inches. 
Pilasters, in. face. Columns, 2>Y> in. square. 

Mexico No. 136 Same design with round columns, 



Stock Woods 

Birch and Plain Oak, with Quartered Oak 
columns and shelf fronts. 
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NO. 121 Native 

Width, 60 inches. 
Height, 81 inches. 

Mirror, 18x32 inches. Bevel, 3 sides. 
Opening, 42x39 inches. Profile, 2J4 inches. 
Columns, 3*4 inches diameter. 



Stock Woods 

Birch and Plain Oak, with Quartered Oak 

columns and shelf fronts. 
Gloss finish. 
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NO. 122 Nautic 

Width, 60 inches. 
Height, 81 inches. 

Mirror, 18x32 inches, Bevel, 3 sides. 
Opening, 42x39 inches. Profile, 3 inches. 
Columns, V/i inches diameter. 



Stock Woods 

Birch and Plain Oak, with Quartered Oak 

columns and shelf fronts. 
Gloss finish 
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No. 417 Prestige 

Width, 60 inches. 

Height, 79 inches. 

Aiirror, 16x28 inches, Bevel. 

Opening, 36x39 inches. Profile, \y> inches. 

Columns, 3 inches diameter. 

GJ 



Stock Woods 

Birch and Plain Oak, with Quartered Oak 

columns and shelf fronts. 
Glcss finish. 
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No. 419 



Proverb 



Width, 60 inches. 

Height, 79 inches. 

Mirror, 16x28 inches, Bevel. 

Opening, 36x39 inches. Profile, 3 inches. 

Columns, 3 inches diameter. 



Stock Woods 

Birch and Plain Oak, with Quartered Oak 

columns and shelf fronts. 
Gloss finish. 
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Width, CO inches. NO. 304 Odylic 

Height, 81 inches. 

Mirror, 18x32 inches, Plain. 

Opening, 36x39 inches. Profile, 3 inches. 

Columns, 3J4 inches diameter. 



Stock Woods 

Birch and Plain Oak, with Quartered Oak 
columns and shelf fronts. 

Gloss finish. 



Ossify No. 306 



Same design, with 16x28 (not to shelf) Revel Mirror. 




NO. 317 Ordain 

W idth, 60 or 54 inches. Stock Wood 

Height, 78 inches, plain Oak only, with Quartered Oak columns 

Mirror. 16x28 inches. Bevel. an< j s helf fronts. 

Opening, 36x36 inches. Profile, 3 inches. 
Columns, 3 inches diameter. 

Oyster No. 318 vSame design with 14x24 Mirror, Bevel 
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NO. 211 Occult 

Width, 60 inches. 
Height, 57 inches. 
To Shelf, 49 inches. 
Opening, 42x39 inches. 
Profile, 3 inches. 
Pilasters, 3-inch face. 

Stock Woods 

Plain Oak and Birch. 
Gloss finish. 



NO. 210 Obelisk 

Width, 60 inches. 
Height, 55 inches. 
To Shelf, 4cS inches. 
Opening, 36x36 inches 
Profile, 3 inches. 
Columns, 3 inches 
diameter. 

Stock Wood 

Plain Oak only. 
Gloss finish. 




